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The Mill Brook Linear Park Report was produced by a task group of the Open Space Committee in April 2010. 
The Arlington Redevelopment Board voted on the boundaries of the Mill Brook Study Area on |uly 21,2014. 


Information on this map is from the Arlington Geographic Information System (CIS) database and is intended for planning purposes only. 



















